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LINE AND SURFACE EVEL 


ALUMINUM LEVELS, 500 SERIES 


No. 518-18"-6 viels Ne. 524-24"-6 vials 
Ne. 528 - 28" -6 vials 





No. 306 MACHINIST LEVEL 





No. 399 TORPEDO LEVEL 





200 Series GENERAL PURPOSE LEVEL 
Ne. 203 - 12" No. 204-18" No. 205 - 24 


E. A. STEVENS LEVEL company 
NEWTON FALLS, OHIO 


SALES OFFICES: 


NEW YORK CITY, N. Y. CHICAGO, ILL. ATLANTA, GA. CLEVELAND, OHIO 
A. P. Henricks Ce. irvieg S. Kemp Co. W. Bert McDonough Co. ©. H. Herer 
78 Reade St. 218 N. Jefferson Cc. & S. National Bank Bidg. Citizens Bidg. 
FORT WORTH, TEXAS SEATTLE, WASH. 
i. M. Gerdner J. W. Corcoran 
2223 Warner Rd. 3016 Blaine S#. 








Mention Hardware Age When Writing 





